FRANCIS J. MILLER challenges MIKE BURROW'S statement 
that the machine with the most heads is the one used 
by the Mauritius Commercial Bank (MCB/M) which has a 


reported 51 heads (Bulletin, Nov/Dec 79). Miller 
refers to another Bulletin article (April 1975) in 
which DAVE STUMP refers to the 100 head machines used 
for the GT and SP patterns. 





